





Dedicated to the Patriotic Ladies of The Red Cross. 


The Boys From Tipperary. 


Words and Music by HORACE STROUD, 
Author of “The Song of the Sammies.” 


Lively. 
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When this brutal war is over, where our banner is unfurled, 

’Twill bring liberty and justice to alj nations of the world; 

When all men will be brothers from pole to pole, we see 
As foretold in ancient story, “’tis God’s will that this must be.” 
CHORUS:—When this cruel war is over,—etc. 

5 . 

For our comrades that have fallen, our hearts are sorely rent; 
Greater love hath none than he that lays down his life for friends; 
High upon the roll of honor their names will ever be, 

Loved and revered by all the world, from war and bondage free. 
CHORUS:— When this cruel war is over,—etc. 





PROFESSIONAL COPY. 

This Copy is intended for the ure of PROFESSIONAL SINGERS ONLY, and any one found selling,or ex - 
Warning! posing it for sale is liable to a fine or imprisonment,or both,and will be prosecuted under the Copyright law. 

THE BOYS OF LIBERTY 


Lyric by 

BART. J. SCULLY 


Melody by 

EUGENE PLATZMANN 
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